Autumn 1968 
(Issue 23 - 01/12/1968) 


Atlantic Bridge 


Bulk Carrier - 79,513 d.w.t. 
(ex Dorsetshire) 


Captain Swift K.G.P 
Chief Eng Officer Douglas G.A.C 





Chief Officer Carlise H.E 2nd Eng Officer McConnell R,J 
2nd Officer Brown D.M 3rd Eng Officer Turner K.W 
3rd Officer Gibson S.H 4th Eng Officer Grosvenor N 
Deck Cadet McMahon M.T.P 5th Eng Officer Frazer K.A 

Radio Officer Phillips T.H 6th Eng Officer Fry P.D 

Purser Traynor J.A 7th Eng Officer Lockie M 


Electrical Officer Woodfine J.A 
Carpenter Blaze R 





Coventry City 
General Cargo - 10,720 d.w.t. 


Captain McLeod R.F 
Chief Eng Officer Collins R 





Chief Officer Gosden D.W.F 2nd Eng Officer Clarke J 
2nd Officer McLeod K 3rd Eng Officer Taylor R 
Uncert Officer Gooding J.E 4th Eng Officer Bowden R 

3rd Officer Bell R.N 5th Eng Officer Taylor G 
Radio Officer Cunnison A.J Electrical Officer Ritchie R 


2nd Radio Officer Stamford-Burrows C.J 
Purser Turner J.H 
Bosun Morris W.F 
Carpenter Chivers A 
2nd Steward Scarffe-Cody M 


Derbyshire III 
General Cargo - 14,827 d.w.t. 


Captain Saunders P 
Chief Eng Officer Pearson W.E 











Chief Officer Clayton D.R 2nd Eng Officer Smith M.D 
2nd Officer Gow P.D 3rd Eng Officer Brook M.A 
3rd Officer Morgan A.J.L 4th Eng Officer Currid J.P 
Deck Cadet Watson C.T 5th Eng Officer Sanderson J.E 
Deck Cadet Browning A.A Ext 5th Eng Officer Nash B.E 
Deck Cadet Corcoran J.A Electrical Officer Hurst D.W 

Radio Officer Glover G.F 

Purser Cousins J.H 
Carpenter Davies A.J 
Gloucestershire 
General Cargo - 10,515 d.w.t. 
Captain Sheldrake L.H 
Chief Eng Officer Findlay A 
Chief Officer Donnellan M.T 2nd Eng Officer Hearn J 


2nd Officer Paulusz H 3rd Eng Officer Bell W 
3rd Officer Malpass N.H 4th Eng Officer Nixon P 
Ext 3rd Officer Baker R.R 5th Eng Officer Perera N 
Deck Cadet Dass C.M 6th Eng Officer Steinson T 
Deck Cadet Nyunt M.T 7th Eng Officer Greenhalgh K 
Radio Officer Daniels R.J Electrical Officer Ward D.N 
Purser Heaviside J.D 


Carpenter Preston A.G 


Herefordshire II 
Passenger Cargo - 10,700 d.w.t. 


Captain Williamson A.N 


Chief Eng Officer Peat R 








Chief Officer Dyer S.R 2nd Eng Officer Turner T.A 
2nd Officer Woodham R.M.S 3rd Eng Officer Mathieson D.R 
3rd Officer Creamer D.J 4th Eng Officer Moses R.T 
Deck Cadet Howard M.A 5th Eng Officer Gilmour D.T 
Deck Cadet Hodgson R.B 6th Eng Officer Ratcliffe A.T 
Deck Cadet Buckley P 7th Eng Officer Ratnayake S.L 
Deck Cadet Williams P.G 8th Eng Officer Inman J.R 

Radio Officer Mallett A.E Electrical Officer Heaton A 

Purser Ravera R.F 2nd Elect Officer Roberts J.G 
Assistant Purser Martin H.H 
Carpenter Hughes (ch) P 
Lancashire III 
Cargo Liner - 12,320 d.w.t. 
Captain Woodfield J.R 
Chief Eng Officer Renney E.C 
Chief Officer Nisbet M.R 2nd Eng Officer Bartrop C.J 
2nd Officer Lee S.J 3rd Eng Officer Lambert P.W 
Uncert Officer Parker M.A 4th Eng Officer Carling T 
3rd Officer Raeburn-Ward A.D 5th Eng Officer Williamson W.M 
Deck Cadet Tracey J.P 6th Eng Officer Jones P.K 
Deck Cadet Bruce D.A Engineer Cadet Webster A.D 
Radio Officer Barradell R.H Electrical Officer Macauley S.W 
Purser Miley D 


Carpenter Walker J.R 





Pacific Bridge 
Oil/Bulk/Ore Carrier - 79,308 d.w.t. 


Captain Waldie J.W 
Chief Eng Officer Neve P 





Chief Officer Arthur K 2nd Eng Officer Hughes G.K 
2nd Officer Dobson G.F 3rd Eng Officer Barnes D.A 
3rd Officer McMullan J 4th Eng Officer Hutchinson R 
Deck Cadet Kunze A.R 5th Eng Officer Taylor F 

Radio Officer Daly J.L.H Ext 5th Eng Officer Matthews T.P 

Purser Finlayson E.M 7th Eng Officer Roberts K 


Electrical Officer Harding V 
Carpenter Finlayson J 





Shropshire 
Cargo Liner - 12,060 d.w.t. 


Captain Gowsell K 
Chief Eng Officer Marsh N 





Chief Officer Bath A.L 2nd Eng Officer Twamley D.G 
2nd Officer Peters A.H 3rd Eng Officer Quigley T.G 
3rd Officer Jones M.A 4th Eng Officer Needham T.A 
Deck Cadet Carmichael |.D 5th Eng Officer Howatson J 
Deck Cadet Moore A.M 6th Eng Officer Morgan J.D 

Radio Officer Jones H Electrical Officer Ellerton C.F.W 


Purser Keenan G.J 
Carpenter Schamis H 





Staffordshire ITI 
General Cargo - 10,515 d.w.t. 


Captain Young A.E 


Chief Eng Officer Frost B 





Chief Officer Griffiths D.A.G 2nd Eng Officer Forster T.H 
2nd Officer Weinham L.P 3rd Eng Officer Grindlay R.M 
3rd Officer Kendrick R.F.A 4th Eng Officer Stevenson W.A 
Deck Cadet Wood B.A 5th Eng Officer Fines | 
Deck Cadet Magner J.R.P.V 6th Eng Officer Rothwell M.W 
Radio Officer Beyer C.L 7th Eng Officer Jones T.J 
Purser Callon J Engineer Cadet Ephgrave R.E.L 
Assistant Purser May D.W Engineer Cadet Rowland S.W 


Carpenter Wattrett K 





Toronto City 


General Cargo - 10,720 d.w.t. 


Captain Hine D 


Chief Eng Officer Brown L.G 





Chief Officer Taylor J.R 2nd Eng Officer Clarke | 
2nd Officer Owen H.R 3rd Eng Officer Robinson A 
Uncert Officer Folley W.D 4th Eng Officer Rogers P 
3rd Officer Brown J.A 5th Eng Officer Wayne A 
Radio Officer Ferry W Engineer Cadet Mullaly A 
Purser Willis F.J Electrical Officer Hedley W.R.H 


Bosun White M 
Carpenter Fielding C.R 
2nd Steward Clarke T 


Warwickshire 
General Cargo - 15,924 d.w.t. 


Captain Mills M.C 
Chief Eng Officer Willoughby R.S 











Chief Officer Philip B.P 2nd Eng Officer Cowley J.A.R 
2nd Officer McCall A.P 3rd Eng Officer Craig C.G 
3rd Officer Morris T.N 4th Eng Officer Hartharn P.J 
Deck Cadet Kellett P 5th Eng Officer Fairley G.T 
Deck Cadet Paulusz C 6th Eng Officer Turner W.G 
Deck Cadet Hodgkinson J.H Electrical Officer Fieldsend L.B 

Radio Officer Fallon F.R 

Purser McNeil R 
Carpenter Devitt M.J 
Westminster Bridge 
Bulk Carrier - 73,350 d.w.t. 
Captain King M.G 
Chief Eng Officer Robinson J 

Chief Officer Hughes A.W 2nd Eng Officer Lindsay W 
2nd Officer Green M.D 3rd Eng Officer Laing R 
3rd Officer Edwards R.A.F 4th Eng Officer Mann R 

Radio Officer Hopwood W.S 5th Eng Officer Edmunds J.A 
Purser Page D.F 6th Eng Officer Coltman L.T.M 


7th Eng Officer 
Electrical Officer 
Bosun Simpson W.M 
Carpenter Glynn K 
2nd Steward Ashcroft R 


Harris J 
Dunn R.B 





Wiltshire 


Gas Carrier - 15,495 cubic metres 


Captain Butler M.J 
Chief Eng Officer Jones R.M 





Chief Officer Hughes T 
2nd Officer Shefford P.W 
Ext 2nd Officer Jewell J.W 
Radio Officer Mullan B.A 
Purser Heaslip G 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Electrical Officer 
2nd Elect Officer 
Bosun Greig G 
2nd Steward Williams R 





Worcestershire III 
General Cargo - 14,827 d.w.t. 


Brassington G.J 
Johnston J.M 
Stanley P.F 
Johnston P.G 
Bailey P 

Ikin D.E 


Captain HudsonA 
Chief Eng Officer Wood S.R 





Chief Officer Railton W.A 2nd Eng Officer 
2nd Officer Fyans B.P 3rd Eng Officer 
3rd Officer Cameron R.K 4th Eng Officer 
Deck Cadet Cantwell P.T 5th Eng Officer 
Deck Cadet Pollitt T.J 6th Eng Officer 

Radio Officer Melia A Engineer Cadet 

Purser Wilkinson J.F 


Carpenter Blakely W.A 





Hay W 
Cawley D.E 
Kenyon J 
Blaxland M 
Trayner P.W 
Baxter B.W 


Yorkshire III 
General Cargo - 12,040 d.w.t. 


Captain Gurney F.G 
Chief Eng Officer Tennett G 





Chief Officer Preshaw A.G 2nd Eng Officer Durward K 
2nd Officer Kumarasinghe K.R 3rd Eng Officer Powell R 
3rd Officer Rae G.N 4th Eng Officer Bandeen J.L 
Deck Cadet Stewart R.L 5th Eng Officer Leather G.A 
Deck Cadet Morgan K.B 6th Eng Officer Mitchell J 

Radio Officer Alcock D Electrical Officer Thomas A 


Purser Kimberley D 
Carpenter Hanley F 


